635L/7020 


Half-Wave Gas and Mercury-Vapor 

Rectifier 


The 635L/7020 is the same as the 635I701Q except for the fol¬ 
lowing items: 

Mechanical: 


Maximum Seated Length . 8-3/8" 

Base.Special Metal Shell (JEDEC No.A4-90) 



® RADIO CORPORATION OF AMERICA 
Electron Tube Division Harrison, N. J. 


DATA 

5-62 







